a GRAY, 


A portable jack 
designed 
specifically 

for raising 
machinery or 
fork lift trucks 


>) 


Easy Portability—‘‘Walking 


Two-Speed Pump-—Raises lift- 


Mini-Brute Power—Has a lift 


capacity of 8,000 pounds yet 
weighs only 60 Ibs! Will lift from 
2¥4" to 16” for the easiest pos- 
sible maintenance. 


Beam’’ fold-up design provides 
easy carrying or wheeling. Fea- 
tures a fold-down handle and 
hydraulic unit for ease in carry- 


pad quickly to meet load and 
then automatically adjusts to 
low speed for easier lifting. 


ing the jack. 


The FLJ/400 is guaranteed for two years against all types of damage 
resulting from normal use which makes the jack unfit for service. 
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E LJ hydraulic release valve 


2 speed pump =——> } 
" 


8,000 pound capacity 


max. lift ht. 16” 


min. 
down 914" 
height + 


The FLJ/400 raising a piece of plant machinery The FLJ/400 raising a fork lift to get at those 


Gray Manufacturing has de- 
veloped the portable FLJ/400 
jack with ease of operation in 
mind. This Low-Start jack 
takes all the back-breaking 
struggle out of getting at those 
hard-to-reach places on ma- 
chinery and fork lift trucks. 
The Gray FLJ/400 jack will 
help solve your lifting prob- 
lems. We help you get to the 
problem—quickly and easily 
solve it! 


for easy maintenance. hard-to-reach places. 
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